HEREFORD UTD YEOVIL TOWN 









Colours: White/Black Shirts Oe Colours: Red & Navy Shirts 
Black Shorts FOO TRA LL Navy Shorts 
White Socks CONFERENCE Red Socks 

Referee: S Castle, Wolverhampton 

À Full Time 

Asst Ref: P Gibbs, West Midlands 

Asst Ref: M Jones, Worcester Half Time 

4" Off J Lambert, Hereford 

Doctor: Dr E O’Brien 


Goal Si Goal 
Times Times 


ms 

E 
E 

| |TonyJames Murray Fishlock 


Kevan Brown 


Al James Hannigan 





Gavin Williams 7 Steve Thompson 
Steve Stott (c) | 


Mark Taylor 





Richard Leadbeater shee, Carl Dale bard 
Chris Lane “m: 3 Owen Pickard Le 
John Snape oe Matt Hayfield ae 
Replaced Time 1 ? Replaced Time 
Stuart Evans Damion Franklin jo Sẹ 
Replaced Time 1 3 1 4 . Replaced Time 
Mark Druce GL! Ben Smith 
Replaced Time Replaced Time 
Matthew Cross Joe Dave 
(P denotes penalty) s (P denotes penalty) 
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